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oxcart ops fltest ‘ ; ■; ^ (p 

!o ARTICLE S3 1 MADE FLT 36 ON - DEC 64 . 

take off at i4?33 hours fop 5s minutes. gross weight 105,200 lbs, 

C.Q. 21 PERCENT, TAKE OFF DISTANCE 630P FT, TAKE OFF SPEED 220 KTS, ° 
PRESSURE ALTITUDE 4450 FT, TEMPERATURE 51 DEGREES, WIND 560/3. MAXIMUM 
SPEED ? e 45 MACH, MAXIMUM ALTITUDE 78„MJ<5 FT. TIME OVER MACH 2.0 THIS 

^ i — v ' ? 


25X1 A PURPOSE! 


AND 


25X1 A SPECIAL EQUIPMENT? 

2. TAKE OFF AND CLIMB ON 400 KEAS LINE WERE NORMAL » 


2 5X1; A 


25X1 A 


LEVELED OFF AT 45,090 FT AND 1*3 MACH FOP 30 DEGREE BANK, 

360 DEGREE TURNS. THREE, 360 DEGREE. TURNS WERE ACCOMPLISHED THEN A 


STRAIGHT PASS OVER THE BASE FOR SONIC BOON MEASUREMENT. DESCENT, 


LANDING AND CHUTE DEPLOYMENT NORMAL. 


20 MINUTES OF 25X1 A 

f . •• ./■ 

USEFUL DATA RECORDED c 


APPEARED NORMAL. 25X1 A 

25X1 ATHESE ITEMS WILL BE REPORTED BY 


CABLE. 



END OF MESSAGE 












